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OGP B1-1057 
13 August Leg) 


MEMORANDUM FORa Acting Deputy Director for Administration 


PROM Eruce T,. Johnson 
Director of Data Processing 


SUBJECT? ODP Report for Week Ending 12? Augush 1781] 


Aid to Covarnment Agency 
Members of Engineering Division, OmP, set with a 


representative of the Office of Finance and a Jeleyation 
from the Army Foreign Science Technological Center to 


discuss arrangements for tiis qreup te purchase six Delta 
Data 72687's from the Agency. 


PERINSUR 


The Microdata 875C System was delivered on 4 August to 
Ames Suilding, It will be installed and stress tested by 
the vendor this week, This system will replace the Micro- 
Gata 6000 for CAPER/PERIHSUR applications for the Office of 
Personnel, 


/s/ Bruce T. Johnson 


Rruce T, Johnson 
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